This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional ir\formation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
fl7-R-0001 


CUSTOMER NO. 
12 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO, 057S0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wHh USOA, 
indude Zip Code) 

UNIVERSITY OF UTAH 

615 ARAPEEN DR., SUITE 1 18 

SALT LAKE CITY, UT 84108-1239 


3, REPORTING FACILITY (Lst ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additionaJ 
sheets if necessary.) 


FACILITY LOCATIOMSrs^es; 


UNIVERSITY OF UTAH 

SALT LAKE CITY, UT 84108-1239 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Wel^re Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used fbr such 
purposes. 


, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquillzing drugs vnere 
used. 


. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
cor>ducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic, or tranquUizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animais and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D*E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquillzing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or 6xp>erimflntation were followed by this research facility. 

2) Each principal Investigator has considered aitematives to painful procedures. 

3) facility is adhering to the standards and regulations ur^der the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC)- A summary of alt the exceptions la attachad to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinanan for this researcn facility has appropriate authority to ensure the provision of adequate vetennary care aruf to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

. I certify that the above is true, correct and complete {7 U.S.C. Section 2143) 


I SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) | DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


{Replaces VS FORM 18-23 (Oct 88). which Is obsolete 


PART 1 • HEADQUARTERS 






















































APHIS Form 7023 Column E Explanation 


This form is intended as an aid to completing the APHIS Form 7023 Column E explanation. It is not an official form and its 
use is voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number: 87-R-OOOl 

273. Species (common name) & Number of animals used in this study: 
Guinea Pigs (1304) 


4. Explain the procedure producing pain and/or distress. 

The procedure performed is a skin sensitization test. The animals utilized in the test experience slight pain that is 
occasionally more than momentary. It consists of slight skin irritation. 

5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to determine 
that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see Item 6 below) 

Pain relievers, in general, are anti-inflammatory and may interfere with optimization of the potential for detection of contact 
sensitization in this study design. Since inflammation is a component of the sensitization response being evaluated, 
introduction of agents that influence an inflammation response would most likely interfere with the evaluation of the 
potential of the test article to elicit a sensitizatton response. 

6. What, if any. federal regulations require this procedure? Cite the agency, the code of Federal Regulations (CFR) titie 
number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): 

Agency; International Standards Organization, ISO CFR: 

10993-1, parts 10 and 12. 



I his rep^’O ts required by law (/ USiC 2K3). F-ailure to report according to the regulations can 
result in aT, order to cease and desist and to be subject to penalties as provided for in Section 21 f 

2 >ee aiuicneo Torm rar 

additional information. 

interagency No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 87-R-0002 

CUSTOMER NUMBER: 2 

FORM APPROVED 

0MB NO 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Utah State University 

Vp For Research/1450 Old Main Hid 
Logan. UT 84322 



Telephone: (435) -797-1 180 


j 3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) | 

A, 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y( 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

1 D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this repor 

i F. 

TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

5 

0 

0 

0 

0 

6. Rabbits 

8 

31 

35 

0 

66 

9. Non-human Primates 

. „0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 , 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 1 

0 

0 



i 



1 3. Other Animals 





Tenrecs 

5 

0 

0 

0 

0 

Tree Shrew 

19 

0 

4 i 

0 

4 

tton Tail Rabbit 160 

48 

0 

0 

48 

ASSURANCE STATEMENTS 

-J 


1} Professionafly acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res& 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be spedfied and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC) A summary of all such exceptions is attached to this annual report. In addition to Identifying the lACUC-approved exceptions, this summary In 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4j The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care a.nd to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 















Tti^b rcporl is requireO Py law {7 LJSC ^]43; Failiiri; lo report accorUtng lo the rerjulalions can 
result in an order lo cnasn and desisi and to be subject to penalties as firovided for in Section 21 5C 


See reverse side tor 
additionut inforrpation 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 


87-R-002 


Interagency Report Control No. 
0180-DOA AN 


FORM APPROVED 
OMBNO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as Tugistered USOA 
mclude Zip Code) 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


Utah State University 
VP for Research 
1450 Old Main Hill 
Loean, UT 84322-1450 


AEPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY rAI/acA atlnlilmnal shnnts il nenosmry ar us« this lorm > 


Animats Covered 
By Ttie Animal 
Welfare Regulations 


12 &.OR 13. Other 
(List by sptJC/eij 


Raccoon 


Elk 


Flying Squirrels 


Various Small 


Mammals* 


Number of 
animais being 
bred, 

conditioned, or 
held lor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes. 

C Numbeu ot 
animats upon 
which leaching, 
resiuirch, 
Qxperimerils, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- < 

relieving drugs 

U Number of animats tHK>n 
which experiments, 
teaching, research, 
suigery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
Iranquilixing drugs were 
used 

Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animats and lor which the use of appropriate : 
anesthetic, analgesic, or trariquili/ing drugs would j 

have adversely affected the procedures, results, or 
Interpret alion ol the leaching, research, 
experiments, surgery, or tests. (An oxp/ij/>ahon of 
the procedures producing pain or distress in those 
animals and tha reasons such drags were not used 
must be attached to this repoiti. 

F 

total no. 

OF ANIMALS 

(Cols C + 

D + E) 

0 

0 

90 

0 

90 

0 

0 

15 

0 

15 

0 

0 

5 

0 

5 

0 

0 

8 

0 

8 

0 

2 

0 

0 

2 


400 

0 

0 

400 



1 ). Professionally acceptable standards governing the care, trnaiinent. and use o1 animals, including appruriate use of anesthetic, analgesic, and tranquili 2 ing drugs, prior to. during, 
and tollowing actual research, leaching, lesling, surgery, or experimentation were lollnwed by this research lacilily. 

2|. Each principal nivesiigatr>r has considered alternatives to painlul procedures 

3). This lacility is adhorlng to the standards and regulations under the Act, and it has required ihal exceptions lo Ihc standards and regulations be specified and explained by the 
principal invesiigatur and approved by I he Insiilutiunal Animal Care and Use Commiiiee (lACUC). A summary of afl such exceptions is attached to this annual report, in 
additiori to idcntilying the lACUC-approved exceptions, Ihis summary includes a brief explanation o1 Ihn exccpiions, as well as the species and number of animals affected. 

4; The altenJing vetennanan tor this research facility has appropriate authority lo ensure the provision of adequate veterinary care aitd to oversee the adequacy of other aspects of 
animal care and use 


CERTIFICATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Inslitutional Official) 

I certify that the above is Irue, correct, and complete (7 U.S.C. Section 2143). 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME A TITLE OF C-E-O. OR INSTiTUTIONAL OFFICIAL aype of Print) 


DATE SIGNED 


























































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 

See attached form for 
additior>al information. 

Interagemq/R^^^^^trol No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 87-R-0003 

CUSTOMER NUMBER: 3 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Brigham Young University 

A-261. Asb 

Provo, UT 84602 



Telephone: (801) -378-6882 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experinventation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or us«i APHIS Form 7023A~ 


A. 

Animali Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-reiteving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs were 
used. 

E. Numberofanimaisupon which teaching, experiments, 
research, surgery or tests were cwtducied involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animais and the reasc 
such drugs were not i^ed must be attached to this repon 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


5 

00 

r-4 


23 

5. Cats 


5 

17 


22 

6. Guinea Pigs 



1 


1 

7. Hamsters 






8. /tabbits 


3 

49 


52 

9. Non-human Primates 






10, Sheep 






11. Pigs 






12. Other Farm Animals 













13. Other Animals 






Black Bears 



42 


42 

Coyote 


13 

1 


13 

Ferrets 


2 

2 


4 


I ASSURANCE STATEMENire 


1 ) Professionally acceptable standards goveminy the care, treatment, and use of animals, including appropriate use of arvestetic, analgesic, and tranquilizirvg drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal Investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the IACUC*approved exceptions, this summary in* 
brief explanatim of the exceptions, as well as the spedes and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of ader^te veterinary care arul to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Offidai ) 


SIGNAT 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Tvoe or Print ) 

[ 

DATE SIGNED 

11/21/0 

APHIS F( 

ibsdete.) 



( AUG 91 ) 



















This report is required by taw (7 USC 2143). Failure to report according lo the regulations can 
result in an order to cease and desist and lo be subject lo penalties as provided lor in Section 21 $0 


See reverse side lor 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


I. REQtSTRATION NO. 

87-R-0003 


Inierageitcy Report Control No. 
0t80-0OA-AN 


FORM APPROVED 
0MB NO 0579^36 


2. HEADQUARTERS RESEARCH FACILITY fNeme and Address, as registered with USDA, 
inctude Zip Code) 


Brigham Young University 
A261 ASB 
Provo, UT 84602 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (AttKh tdidHional shetls it nac»$saiy or use this larm ) 


Animals Covered 
By The Animal 
Welfare Regulations 


12 &/OR 13. Other 
(Ust by species) 


Chinchilla 


B. Number of 
animals being 
bred, 

conditioned, or 
held lor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C Number of 
animals upon 
which leaching, 
research, 
expenmenis, or 
tests were 
conducted 
involving no 
pam. distress, or 
use of pain- 
relieving drugs. 


0- Number of animals upon 
which axperimenis, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exptanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report). 


TOTAL NO 
OF ANIMALS 


(Cols. C + 
D > E) 



1) . Professionally acceptable standards governing the care, treaiment, and use ol animals, including approriate use ol anesthetic, analgesic, and tranquilizing drugs, prior lo. during, 

and following actual research, teaching, lesiing. surgery, or experimeniation were tollowed by this research lacifity. 

2) . Each principal invesligaior has considered alternatives to painful procedures 

3) . This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to ihe standards and regulations be specilied and explained by (he 

principal investigator and approved by Ihe instiiuiional Animal Care and Use Commiliee (IaCUC). A summary of all such exceptions is attached to this annual report in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation ol ihe exceptions, as well as Ihe species and number of animals allecled. 

4) . The attending veterinarian tor this research facility has appropriate authority to ensure the provision ot adequate veterinary care and to oversee the adequacy ol other aspects ot 

animal care and use. 


CERTIFICATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

l certily that the above is true, correct, and complete f7 U S.C Section 2143). 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ^voe or PrinU 


DATE SIGNED 

11 / 21/02 


















Customer ID and Site Address: 


ID; 3 

9* Floor, Widtsoe Building 
Provo, UT 84602-1231 
County: Utah 

Telephone; (801)422-6882 

Veterinary Technology Kennel 
Provo, UT 84602-1231 
County: Utah 

Telephone: (801)422-6882 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


Q6eaucio«i«w ivitti 

additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 87“R-0004 

CUSTOMER NUMBER: 4 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

L D S Hospital 

8th Avenue And C Street 

Salt Lake City, UT 84143 

Telephone: (801)-324=FTa?F - 

1)00 


3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LCXiATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attadi addMonal sheets If necessary or use APHIS Form 7023A t 



C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or { 

distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs ware 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals anti for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adv«^iy affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of ttw procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF AtJlMALS 

( COLUMNS 
C+D+E) 







S. Cats 


6. Guinea Pigs 

7. Hamsters 

8. Rabbits 

9. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 



1 ) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anestetic. analgesic, and tranquitizing drugs, prior to, during, and following actual rese- 
teaching, testing, surgery, or experimentation were fbllawed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This fadfity is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apr 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report in addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptior^s, as wefl as the spedes and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O. OR INSTITUTlONAL-eFFIClAL 




I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 


APHIS FOKM 7023 
( AUG 91 ) 


(Kepiapes 


vs hUPCM *18-23 (OUT 88), wnicn ts oosolete.) 



DEC - 9 2)02 














Customer ID and Site Address: 
ID: 4 

Bth Avenue And C 
Street 

Salt Lake City, UT 84143 
County: Salt Lake 


Telephone 
(801 )381 noff 

I iOO 


Research Facilities: 


Medical Physics Lab 
825 North 300 West 
Salt Lake City, UT 84103 


F. Nephi & Addie C. Griggs Research Lab 
LDS Hospital 
8* Avenue and C Street 
Salt Lake City, UT 84143 


Dogs 


Rats 


rcsu': in f»-i c/de*’ to cease ana des*st and to be subject 1o pena-ties as proviooa ror m Section 21 f 

aodtiona t'llorrnaiiun 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 87-R-0008 

CUSTOMER NUMBER: 5 

FORM APPROVLU 

0MB NO Ob ^9- 00 36 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Weber State University 

3750 Harrison Blvd. 

Ogden, UT 84408 



Telephone; (801) -626*7931 

i 

1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actcal ’’csearch lesling. or expenmen lat'on, or held for these purposes Attach add;tional sheets if necessan,' ) | 


FACILITY LOCATIONS { Sjtes ) See Atachea Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7Q23A 1 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

: B, Number of animal 
being bred, 
conditioned, or 
held for use in 

1 teaching, testing. 

experjmenls, 
j research, or 

1 surgery but not y€ 

; used for such 

purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pam, 
distress, or use o 
pain-relieving 
drugs. 

j D. Number of animals upon 
which experimer>ts, 
teaching research, 
surgery, or tests were 
conducted involving 
, accompanying pain or 

1 distress to the animals an 

for which appropriate 
! anesthetic, analgesic, or 

tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, F. 

research, surgery or tests were conducted i.nvolving 

I accompanying pam or distress to the animats and for wh ; 

1 the use of appropriate anesthetic analgesic, or tranqu^liz | 

' drugs would have adversely affected the procedures, res ’ 

or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
! such drugs were not used must be attached to this repor \ 

TOTAL NUMBER 
OF ANIMAI.S 

{ COLUMNS 

C + D + E) 

A. Dogs 

0 

0 ^ 0 

i 

0 

5. Cats 

0 

0 

0 

0 ' 0 


6. Guinea Pigs 

0 

0 

0 

0 ; 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

U... 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 


0 






1 3. Other Animals j 

0 

0 

0 

0 i 

0 




. _ . .. , 







i 






1 ASSURANCE STATEMENTS | 

1 ') Professionally acceptable stanaa^ds governing the care, treatment, and use of animals, including appropriate use aneslelic analgesic, and iranquilizing drugs, pr-or lo during a.nd following actual rese. 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 




31 This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and raguiations be spocifieo and explained by the principal investigator and app 
Institutional Animal Care anc Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary rn 
Brief explanation of the exceptiof>s, as well as the species and number of animats affected. 

4) Tne attendir^g veternanan for this research facility has appropriate authority to ensu-e tne provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care anc use 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFIOfAL 


I WAX. 1 P * TiTi P nc r P n no imqtiti irinwAi nppiriAr f nr Pr.T,t ; 

OATE SIGNED 


APHIS FORM 7C23 (Replaces VS FORM 18-23 (OCT 88). which ts obsolete ) 

( AUGS- ) 














This report is required by ;aw (7 USC 2'43). Failure to report according lo the regulatior^s can See attached form for I rtleragericy' Report Contro! No.: 

result rr. an order to cease and oesist artd to be subject lo penalties as provided for in Section 21 f additioriat information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 87-R-0013 

CUSTOMER NUMBER: 1013 

FORM APPROVED 

0MB NO. 0579-0036 


UPS Pharmaceuticals 


ANNUAL REPORT OF RESEARCH FACILITY 

420 Chipeta Way, Suite 240 


( TYPE OR PRINT ) 

Salt Lake City, UT 84108 



Telephone: (801 ) -583-4939 



3. REPORTING FACILITY [ List all locations where animals were housed or used in actuaJ research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessatv or use APHIS Form 7023A ) j 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
■ held for use in 

teaching, testing, 
experiments, 
research, or 
surgery but not y€ , 
used such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 

5 urgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, ortranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
Surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animats and the reasc 
such drugs were not used must be attached to this repon 

! ^ 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 

4. Dogs 

: 





5. Cats 




,• 


6. Guinea Pigs 




! , 


7. Hamsters 

, 




8. Rabbits 


- 

/’ 



9. Norv+fuman Primates j 






10. Sheep 

- 





11. Pigs 



^ ■ 



12. Other Farm Animals 











1 3. Other Animals 


















1 

1 



ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apr 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptlom is attached to this annual report. In addition to identifying the lACUOapproved exceptions, this summary in 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4} The attending veterinarian for this research facility has appropriate authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



(AUG 91 ) 

/ 

V 















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
87-R-0018 


CUSTOMER NO. 
1629 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered with USDA. 
indude Zip Code) 

FRONTIER BIOMEDICAL, INC. 

1785 NORTH 730 WEST 
LOGAN, UT 84321 


3. REPORTING FACILITY (List alt locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 



FACILITY LOCATIONSrs/Tes; 


FRONTIER BIOMEDICAL, INC. 
LOGAN. UT 84321 


REPORT OF ANMIALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach addttionai sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals upon 

which experiments, 

experiments, research, surgery or tests ware 


which teaching, 

teaching, research. 

conducted involving accompanying pain or (^stress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

ane5thetic,anBlge8lc. or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(COIS.C + 

conducted 

distress to the animals 

Interpretation of the teaching, research. 

D*E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attad}ed to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesdietic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attachsd to this annual report in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the spades and number of animals affected. 

4 ) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care arui use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 

11/19/2002 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is c 


PART 1 . HEADQUARTERS 






































FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teacNng, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Numbered 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-retoving 
drugs. 

D. Number of arxmals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted invdving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repon 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 



5 


5 

11. Pigs 

2 


28 


28 

12. Other Farm Animals 






Calves 

1 


10 


10 

13. Other Animals 

























ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquHizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painft^ procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the iACUOapproved exceptions, this &jmmary in* 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research fadirty has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 





APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 




















Customer ID and Site Address: 


ID: 1831 

803 North 300 West 
Salt Lake City, UT 84103 
County: Salt Lake 


Telephone 

(801)323-1100 



